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Message Text 

UNCLASSIFIED 

PAGE 01 HAVANA 01027 222005Z 
ACTION SY-05 

INFO OCT-OI ARA-14 ISO-00 /020W 

022827 23225 IZ/65 

R2I1505Z APR78 
FM USINT HAVANA 
TO SECSTATE WASHDC 1681 

UNCLAS HAVANA 1027 

FOR SY/T FROM PSO 

EO 11652: NA 
TAGS: ASEC 

SUBJ: TECHNICAL SERVICES 

REF: STATE 100210 


1 IN REPLY TO PARA 2 OF REFTEL ALL CCTV RECEIVERS SEEM TO BE 
WORKING. 


2. NONE OF THE CAMERAS ARE FUNCTIONING AT THE PRESENT 
TIME, THE TWO OUTSIDE CAMERAS ARE FROZEN INTO FIXED POSITIONS. 
THEY ARE NOT WORKING AT ALL. INTERIOR CAMERA WORKED UNTIL 16 
APRIL. PSO EXCHANGED ALL RECEIVERS 15 APRIL. AT THAT TIME ALL 3 
RECEIVERS FUNCTIONED WHEN CONNECTED TO INSIDE CAMERA. 


3. THERE HAVE BEEN SOME ELECTRICAL OUTAGES, SINCE LAST VISIT. 
RECOMMEND BRING A SUPPLY OF FUSES FOR CCTV'S. SOME HAVE BLOWN. 
WOULD ALSO SUGGEST A SUPPLY OF FUSES BE LEFT WITH PSO FOR FUTURE 
USE. 


4. WHEN POWER APPLIED INDICATOR LIGHT FUNCTIONS ON ONLY ONE OF 
TWO CONTROL BOXES. 


5. ALL ALARM SYSTEMS ARE FUNCTIONING BUT BELIEVE QTHEY ARE SET 
AT TOO SENSITIVE A LEVEL. 

UNCLASSIFIED 


UNCLASSIFIED 


PAGE 02 HAVANA 01027 222005Z 


6. PERIMETER ALARM SYSTEM CONCRETE FORMS ARE READY FOR POURING. 
UNLESS OTHERWISE ADVISED, PLAN TO DEFER PLACING THESE STNDS 
UNTIL TECH TEAM SELECTS PRECISE LOCATIONS. 

LANE 
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